Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 5/31/2011 12:05:22 PM 

To: Hanchett, James (DPH) [/O-CO MM ON WEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James, Hanchett] 

Subject: RE: Door Problem 


Jim, 

The contractor owns the work for 1 year, I will give them a call 

Thanks, 

Stephen 

Stephen Lobik 
Capita! Project Manager 
Facilities Planning Division 
University of Massachusetts 
(T) 413-545-8516 

(F) 413-545-3684 
slobik@facii.umass.edu 

From: Hanchett, James (DPH) [mailto:james.hanchett@state.ma.us] 

Sent: Friday, May 27, 2011 8:40 AM 
To: Lobik Stephen 
Subject: Door Problem 

Hi Steve, 

We are having a problem with a door not closing properly in room N247, must be moisture swelling door. Is that a 
job for the contractor or the Physical Plant? 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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